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How To Use This Index 


Feature articles are indexed three ways for your 
alphabetically by author, by title 
ee and by major activity classification (heating, air 


As a further aid in locating articles to help you 
with a particular problem, we have coded the article 
index by the industry or industrial process involved. 
To use this code, select the industry or activity that 
matches your problem and run down the list of articles 
in the index. These codes are in boldface type. 
Schools, for instance, are coded (A). Here is the code: 


REFERENCE INDEX CODE 


MemAirport Buildings (W) 
MmAutomotive (X) 
MumeBakeries (A-14) 
Beryllium Processing (Z) 
Brass Melting (P) 
Butting (O) 
Cement & Rock Products (J) 
Ceramics (H) 
Chemical Industry (C) 
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Mee Metal Grinding (R) 
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Schools (A) 
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Meeopray Painting (A-11) 

Ma vegetable Preservation (A-17) 
Me Welding, Heliarc (N) 
MeWelding, Job Shops (A-8) 
MeVoodworking (K) 
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AIR CONDITIONING INDEX 


Air Cleaners on Staphlococcus Aureus, 
Effects of, November, p. 56. (V) 


Air Conditioning at G. E. Engine Plant, 
Mowrey, C. F., December, p. 30. 
Air Conditioning Highlights, Rheem’s, 
November, p. 50. (A-10) 
Air Distribution, Low vs High Velocity, 
Wood, C. O., February, p. 24. 
Air Is Handled at Idlewild, How, 
Broder, Charles, 

Part I, May, p. 49. (W) 

Part II, June, p. 27. (W) 


Air Sanitation With Ultra-Violet Light, 
Hoffman, J. C. and Nagy, R., Ph. D., 
Part I, October, p. 30. (AV) 
Part II, November, p. 43. 
Part III, December, p. 46. 
(A-6, A-7, A-14, A-16, A-17) 


Balance Big Building Air Conditioning 
System, How To, Littmann, Sidney A., 
Part I, April, p. 34. 
Part II, May, p. 36. 
Part III, June, p. 37. 


Climate Control in Linde Research 
Laboratory, Smalley, A. G., December, 
p. 43. (A-16) 

Contaminated Air, New Way To Filter, 
Lopez, Hugh R., December, p. 40. (A-16) 


Controlling Airborne Bacteria With To- 
day’s Sanitation Methods, First, M. W., 
Part I, April, p. 29. 
Part II, May, p. 43. (V) 
Dust Can Be Monitored, Airborne, 
September, p. 48. 
Fans? Are You Getting Your Money’s 
Worth of Air From Your, Trickler, C. J., 
June, p. 30. 
Fan Laws Made Easy, Wood, C. O., 
August, p. 39. 
Fan Selection, Simplified Guide To, 
Wood, C. O., January, p. 39. 
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Filters, When to Change, October, p. 66.. 
Heating-Cooling Installation in New 
Reynolds Metals Building, Unique, 
Siegel, Edwin G., April, p. 22. 
Heating and Cooling the World’s Larg- 
est Convention Hall, Maurer, L., Septem- 
ber, p. 30. (A-4, A-3) 

Heat Pumps vs Conventional Systems, 
Packaged, Orr, J., July, p. 39. (A-1) 
Heat Transfer In Ductwork, Wood, C., 
March, p. 46. 

Humidity Conditioners Save 100 Tons 
of Cooling, August, p. 22. N 
Ink Mist and How To Control It, 
Fedoroff, V. N., February, p. 21. (D) 
Maintenance and Operating Costs, 15 
Ways To Lower, Benesch, W. J., Janu- 
ary, p. 23. 

Noise and Vibration in Air Handling 
Systems, Wood, Carl O., June, p. 23. 
Radiant Heating and Cooling System, 
Unique, Nuchtern, Adolf, March, p. 41. 


AIR POLLUTION CONTROL 


Air Pollution, California Sets Up Stand- 
ards for Maximum Level of, February, 
p. Ii. 


Air Pollution Control, Industry Looks 
‘At, Bradley, W. R., March, p. 21. 

Air Pollution, Instruments For, Swift, 
R. L., January, p. 27. 


Air Quality Control in the Secondary 
Smelting Industry, Blum, D. J., Decem- 
ber, p. 33. (E) 


Air For Industry, Better, Sloan, R., 
Part II (precipitators, fabric collectors, 
bag houses), January, p. 37. (C) 
Part III (wet-dry collectors), February, 
p. 30. (E,F,G,H1J,K,L,.M) 

Part IV (centrifugals, dry type collec- 
tors), March, p. 34. (R) 

Part V (10 don'ts in selection and ap- 
plication of dust collectors), April, p. 
50. 

Part VI (recirculation and make-up air 
problems), May, p. 32. 

Beryllium Dust, Practical Ways To Col- 

lect, Breslin, A. J. and Harris, W. B., 
Part I, July, p. 34. (Z) 

Part II, August, p. 30. 
Part III, September, p. 41. 
Part IV, October, p. 48. 

Carbon Monoxide in Enclosed Areas, 

Detection of, July, p. 25. (X) 

Contaminated Air, New Way to Filter, 

Lopez, Hugh R., Dee., p. 51. (A-16) 
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Dust Control System Pays Its Way, June, 
p. 39. (J) 


Dust Particles Are Identified, How, 
Salzenstein, M. A., January, p. 31. 


Emissions From Electric Steel Melting 
Furnaces, How To Control, Doerschuk, 
V. C., 

Part I, September, p. 53. 
Part II, October, p. 42. 
Fluoride Differences, Data on, Novem- 

ber, p. 55. 


Incinerator Gases, New Way To Scrub, 
Smith, Seymour, May, p. 40. (U) 
Industrial Ventilation In the Chemical 
Industry, Guide To, Andresen, W., 
Part I (introduction), June, p. 34. (C) 
Part II (ventilation of drum fillers), 
July, p. 30. (C) 
Part III (reaction vessels, tanks, tubs, 
kettles), August, p. 34. 
Part IV (liquid filling operations), 
September, p. 38. (C) 
Part V (hood design, mechanical ex- 
haust ventilation for batch and con- 
tinuous filters), October, p. 37. 
Part VI (pressure filters), Nov., p. 33. 
Part VII (bins, hoppers, conveyors, 
flashers, blenders), December, p. 37. 


Pollution Control Equipment Pays Off In 
Two Years, Richter, Frank, July, p. 27. 
(Y) 


(A-5) 


Rubber Particle Pollution, 
November, p. 51. (A-13) 
Sanding Machine Dust Collection, Tips, 
Hyler, John E., November, p. 49. (A-12) 
Tar Deposit Prevention, November, p. 47. 
Wet Dust Collector Reduces Maintenance 
At Small Plant, Unit, June, p. 44. (R) 
Wet Scrubbers Claimed 99.98% Efficient, 
July, p. 22. 


Eliminate, 


AUTHOR INDEX 


Andresen, William V. Guide to Industrial 

Ventilation in the Chemical Industry, 

June, p. 34. 
(Drum | fillers, hammermills, pulver- 
izers, batch milling) July, p. 30. 
(Tanks, tubs, kettles) August, p. 34. 
(Liquid chemical filling) Sept., p. 38. 
(Hood design, for match and continu- 
ous filters) Oct., p. 37. 
(Pressure filters) Nov., p. 33. 
(Bins, hoppers, conveyors, 
blenders) Dec., p. 37. 

Barrett, James C. Good Industrial Venti- 

lation Design Pays for Itself, February, 

p. 33. 

Becker, R. N. 6 Ways to Recover Heat in 

Factories, November, p. 38. 

Benesch, W. J. 15 Ways to Lower Mainte- 

nance and Operating Costs, January, p. 

23. 

Benstock, Gerald. Lint-Free Garments for 

White Rooms, December, p. 45. 


Bloomfield, B. D. Plastics Plant Saves 
$25,000 Annually with $8,500 Ventilation 
System, March, p. 29. 


Blum, D. J. Air Quality Control in the 
Secondary Smelting Industry, December, 
p. 33. 
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Bradley, William R. Industry Looks at 
Air Pollution Control, March, p. 21. 


Breslin, A. J. and Harris, W. B. Prac- 
tical Ways to Collect Beryllium Dust, 
Part I, July, p. 34. 
Part II, August, p. 30. 
Part III, September, p. 41. 
Part IV, October, p. 48. 


Brief, Richard S. Simple Way to Deter- 
mine Air Contaminants, April, p. 39. 
Broder, Charles. How Air Is Handled at 
Idlewild, Part I, May, p. 49. 

Part II, June, p. 27. 


Burch, L. How to Control Make-up Air 
Heating Uniis, August, p. 24. 
Caplan, F. Nomogram for Density of 
Moist Air, November, p. 46. 


Doerschuk, V. C. How to Control Emis- 
sions from Electric Steel Melting Fur- 
naces, Part I, September, p. 53. 

Part II, October, p. 42. 


Faweett, H. H. What You Should Know 
About Respirators, Part I, January, p. 42. 
Part II, March, p. 39. 
Part III, May, p. 33. 
Part IV, July, p. 46. 
Part V, September, p. 45. 
Fedoroff, V. N. Ink Mist and How to 
Control It, February, p. 21. 


First, Melvin W. Controlling Airborne 
Bacteria . . . How Well Can It Be Done 
With Today’s Sanitation Methods? 
Part I, April, p. 29. 
Part II, May, p. 43. 
Hoffman, D. P. “Fingerprinting” Air- 
borne Dusts (White Room), October, 
Pp. oi. 


Hoffman, J. C. and Nagy, R., Ph. D. 
Air Sanitation with UltraViolet Light, 
Part I, October, p. 30. 
Part II, November, p. 43. 
Part III, December, p. 46. 


Hyler, John E. Tips for Sanding Machine 
Dust Collection, November, p. 49. 
Kline, G. R. White Rooms for Project 
Mercury, November, p. 28. 


Lieberman, A. and Stockman, J. Auto- 
matic Counting and Sorting of Dust 
Particles in Super Clean Rooms, Decem- 
ber, p. 40. 
Littmann, Sidney A. How to Balance Big 
Building Air Conditioning Systems, 

Part I, April, p. 34. 

Part II, May, p. 36. 

Part IIT, June, p. 37. 
Lopez, Hugh R. New Ways to Filter 
Contaminated Air, December, p. 51. 
Maurer, Lester. Heating and Cooling the 
World’s Largest Convention Hall, Sep- 
tember, p. 30. 


Mowrey, C. F. Air Conditioning at 
G. E. Jet Engine Plant, December, p. 30. 
Nuchtern, Adolf. Unique Radiant Heat- 
ing and Cooling System, March, p. 41. 
Orr, J. Packaged Heat Pumps vs Conven- 
tional Systems, July, p. 39. 


Richter, Frank. Pollution Control Equip- 
ment Pays Off in Two Years, July, p. 26. 
Salzenstein, M. A. How Dust Particles 
Are Identified, January, p. 31. 


Schiesser, Robert J. Design for White 
Rooms, July, p. 42. 


Siegel, Edwin G. Unique Heating.Cogj; 
Installation in New Reynolds Mens 
Building, April, p. 22. 
Sloan, Richard V. Better Air for ] 
Part II (precipitators, fabric collector, 
bag houses), January, p. 37, 
Part III (wet-dry collectors), February 
p. 30. { 
Part IV (centrifugals, dry type colle. 
tors), March, p. 34. 
Part V (10 don’ts in selection ang 
application of dust collectors), April, 
p. 50. 
Part IV (recirculation and makeup 
air problems), May, p. 32. 
Swift, R. L. Instruments for Air Polly. 
tion, January, p. 27. 


Trickler, C. J. Are You Getting You 
Moneys Worth of Air from Your Fans? 
June, p. 30. 


Wood, C. O. Fan Laws Made Eayy, 
August, p. 39. 

Heat Transfer in Ductwork, March, p, 

46. 

Low vs High Velocity Air Distribution, 

February, p. 24. 

Noise and Vibration in Air Handling 

Systems, June, p. 23. 

Simplified Guide to Fan Selection, 

January, p. 39. 


EDITORIAL INDEX 


Air Engineering Finds Another Sphere 
of Usefulness: It cuts Crime Down!, 
February, p. 7. 

An Open Letter to Owners . . . For 
Engineers, December, p. 7. 
Controlled Atmospheres . . 
Key to Profits!, August, p. 7. 
How Air Pollution Control Can Help 
You, November, p. 7. 


In Praise of Industrial Hygienists, Sep- 
tember, p. 7. 

Khruschev, Here We Come—With Air 
Conditioned Schoolrooms! January, 
p. Ti. 

No Place To Hide, (Facing facts about 
air pollution), July, p. 7. 

On Communication Between Engineers 
and Architects, October, p. 7. 
Response . . . and Dedication, (Marking 
AIR ENGINEERING’S first year of 
publication), April, p. 7. 

Revolution in Education—Via Air Engi- 
neering, June, p. 7. 

Smog Causes Cancer, March, p. 7. 
The Lady or the Tiger? (Chain-reaction 
to an industrial hygiene complaint), 
May, p. 7. 


. Modern 


HEALTH INDEX 


Air Cleaners on Staphylococcus Aureus, 
Effects of, November, p. 56. (V) 
Air Sanitation With Ultra-Violet Light, 
Hoffman, J. C. and Nagy, R., Ph. D. 
Part I, October, p. 30. (AV) 
Part II, November, p. 43. 
Part III, December, p. 46. 
(A-6, A-7, A-14, A-16, A-17) 
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‘1m Dust, Practical Ways To Col- 

Se pesin. A. J. and Harris, W. B., 
Part I, July, p- 34. (Z) 

Part Il, August, p. 30. 

Part II, September, p. 41. 

Part IV, October, p. 48. 
Controlling Airborne Bacteria With To- 
day's Sanitation Methods, First, Melvin 
‘hu I, April, p. 29. 

Part II, May, p. 43. 

Fluoride Differences, Data On, Novem- 
ber, p- 59. 

Fume Short Circuiting, August, p. 21. 
Lead In Air and Multiple Sclerosis, 
Study Possible Link Between, August, 
. 15. 

ee Ions, One of Medicine’s Newest 
Weapons, March, p. 13. 

Polluted Air Source of Lung Cancer, 
Find, March, p. 14. 

Pollution Control Equipment Pays Off 
In 2 Years, Richter, Frank, July, p. 
a1. (Y) 

Pollution May Produce Toxic Effects, 
Dr. Irwin Offers Theory On How Air- 
borne, May, p. 16. 

Smoke, Smog Hurt Respiratory Tract, 
Find, January, p. 14. 
Soot Found Related To Lung Disease, 
July, p. 14. 
Ventilation, School Children Get Pain- 
less TB Vaccination With, February, p. 8. 


HEATING INDEX 


Air Conditioning Highlights, Rheem’s, 
November, p. 50. (A-10) 

Air Distribution, Low vs High Velocity, 
Wood, C. O., February, p. 24. 

Air Is Handled At Idlewild, How, 
Broder, Charles, 

Part I, May, p. 49. (W) 

Part II, June, p. 27. (W) 
Air Sanitation With Ultra-Violet Light. 
Hoffman, J. C. and Nagy, R., Ph. D., 

Part I, October, p. 30. (AV) 

Part II, November, p. 43. 

Part III, December, p. 46. 

(A-6, A-7, A-14, A-16, A-17) 

Balance Big Building Air Conditioning, 
How To, Littmann, Sidney A., 

Part I, April, p. 34. 

Part II, May, p. 36. 

Part III, June, p. 37. 
Climate Control In Linde Research 
Laboratory, December, p. 43. (A-16) 
Controlling Airborne Bacteria With To- 
day’s Sanitation Methods, First, Melvin 


Part I, April, p. 29. 

Part II, May, p. 43. (V) 
Emissions From Electric Steel Melting 
Furnaces, How To Control, Doerschuk, 

Part I, September, p. 53. (A-5) 

Part II, October, p. 42. 
Fans? Are You Getting Your Money’s 
Worth of Air From Your, Trickler, C., 
June, p. 30. 
Fan Laws Made Easy, Wood, C. O., 
August, p. 39. 
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Fan Selection, Simplified Guide To, 
Wood, C. O., January, p. 39. 

Filters, When To Change, October, p. 66. 
Fume Short-Circuiting, August, p. 21. 
Gas vs Electricity As a Fuel, January, 
p. 21. (A,B) 

Heating-Cooling Installation In New 
Reynolds Metals Building, Siegel, E. G., 
April, p. 22. 

Heating and Cooling The World’s Larg- 
est Convention Hall, Maurer, L., Septem- 
ber, p. 30. (A-4, A-3) 

Heat In Factories, 6 Ways To Recover, 
Becker, R. N., November, p. 38. (A-I1) 
Heat Pumps vs Conventional Systems, 
Packaged, Orr, J., July, p. 39. (A-1) 
Heat Transfer In Ductwork, Wood, C. O., 
March, p. 46. 

Ink Mist and How to Control It, 
Fedoroff, V. N., February, p. 21. (D) 
Maintenance and Operating Costs, 15 
Ways To Lower, Benesch, W. J., Janu- 
ary, p. 23. 

Make-Up Air Heating Units, How To 
Control, Burch, L., August, p. 24. 
Noise and Vibration in Air Handling 
Systems, Wood, Carl O., June, p. 23. 
Plastics Plant Saves $25,000 Annually 
With $8,500 Ventilation System, Bloom- 
field, B. D., March, p. 29. (Q) 

Radiant Heating and Cooling System, 
Unique, Nuchtern, Adolf, March, p. 41. 
Ventilation Design Pays For Itself, Good 


Industrial, Barrett, James C., February, 
p. 33. (N, O, P) 


NOMOGRAMS 


Air Contaminants, Simple Way To De- 
termine, April, p. 39. 

Density of Moist Air, Nomogram For, 
November, p. 46. 


Normal Temperatures, 
Chart, March, p. 44. 


Psychrometric 


TITLE INDEX 


Air Conditioning at G. E. Jet Engine 
Plane, Mowrey, C. F., December, p. 30. 
Air Contaminants, Simple Way To Deter- 
mine, Brief, Richard S., April, p. 39. 
Air For Industry, Better, Sloan, R. V., 
Part II, (precipitators, fabric collec- 
tors, bag houses), January, p. 37. 
Part III, (wet-dry collectors), Febru- 
ary, p. 30. 
Part IV, (centrifugals, dry type collec- 
tors), March, p. 34. 
Part V, (10 don’ts in selection and 
application of dust collectors), April, 
p. 50. 
Part VI, (recirculation and make-up 
air problems), May, p. 32. 
Air Is Handled at Idlewild, How, 
Broder, Charles, 
Part I, May, p. 49. 
Part II, June, p. 27. 


Air Pollution Control, Industry Looks 
At, Bradley, William R., March, p. 21. 


Air Pollution, Instruments for, Swift, 
R. L., January, p. 27. 


Air Quality Control in the Smelting 
Industry, Blum, D. J., December, p. 33. 
Air Sanitation with Ultra-Violet Light, 
Hoffman, J. C. and Nagy, R., Ph. D., 

Part I, October, p. 30. 

Part II, November, p. 43. 

Part III, December, p. 46. 


Automatic Counting and Sorting of Dust 
Particles in Super Clean Rooms, Lieber- 
man, A. and Stockman, J., December, 
p. 40. 
Balance Big Building Air Conditioning 
Systems, How To, Littmann, Sidney A., 

Part I, April, p. 34. 

Part II, May, p. 36. 

Part III, June p. 37. 


Beryllium Dust, Practical Ways to Col- 
lect, Breslin, A. J. and Harris, W. B., 
Part I, July, p. 34. 
Part II, August, p. 30. 
Part III, September, p. 41. 
Part IV, October, p. 48. 


Controlling Airborne Bacteria . . . How 
Well Can It Be Done With Today’s 
Sanitation Methods?, First, M. W., 
Part I, April, p. 29. ; 
Part II, May, p. 43. 


Control Emissions From Electric Steel 
Melting Furnaces, Doerschuk, V. C., 
Part I, September, p. 53. 
Part II, October, p. 42. 


Control Make-up Air Heating Units, 
How To, Burch, L., August, p. 24. 


Design for White Rooms, Schiesser, 
Robert J., July, p. 42. 


Density of Moist Air, Nomogram for, 
Caplan, F., November, p. 46. 

Dust Particles Are Identified, How, 
Salzenstein, M. A., January, p. 31. 
Fans?, Are You Getting Your Moneys 
Worth of Air From Your, Trickler, C. J., 
June, p. 30. 

Fan Laws Made Easy, Wood, C. O., 
August, p. 39. 

Fan Selection, Simplified Guide To, 
Wood, C. O., January, p. 39. 

Filter Contaminated Air, New Ways To, 
Lopez, Hugh R., December, p. 51. 


“Fingerprinting” Airborne Dusts (White 
Room), Hoffman, D. P., October, p. 51. 
Heating-Cooling Installation 
Reynolds Metals Building, 
Siegel, Edwin G., April, p. 22. 
Heating and Cooling the World’s Largest 
Convention Hall, Maurer, L., September, 
p. 30. 
Heat Pumps vs. Conventional Systems, 
Packaged, Orr, J., July, p. 39. 
Heat Transfer in Ductwork, Wood, C. O., 
March, p. 46. 
Industrial Ventilation in the Chemical 
Industry, Guide to, Andresen, W. V., 
June, p. 34. 

Part II (ventilation of drum fillers), 

July, p. 30. 

Part III (reaction vessels, tanks, tubs, 

kettles), August, p. 34. 

Part IV (liquid filling operations), 

September, p. 37. 

Part V (hood design, mechanical ex- 
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haust ventilation for batch and con- 
tinuous filters), October, p. 37. 
Part VI (pressure filters), November, 
p. 33. 

Part VII (bins, hoppers, conveyors, 
flashers, blenders), December, p. 37. 


Ink Mist and How to Control It, 
Fedoroff, V. N., February, p. 21. 


Lint-Free Garments for White Rooms, 
Benstock, Gerald, December, p. 45. 


Low vs High Velocity Air Distribution, 
Wood, C. O., February, p. 24. 


Maintenance and Operating Costs, 15 
Ways to Lower, Benesch, W. J., January, 
p. 23. 

Noise and Vibration in Air Handling 
Systems, Wood, C. O., June, p. 23. 


Plastics Plant Saves $25,000 Annually 
with $8,500 Ventilation System, Bloom- 
field, B. D., March, p. 29. 


Pollution Control Equipment Pays Off 
In Two Years, Richter, Frank, July, p. 26. 


Radiant Heating and Cooling System, 
Unique, Nuchtern, Adolf, March, p. 41. 


Recover Heat in Factories, 6 Ways, 
Becker, R. N., November, p. 38. 


Respirators, What You Should Know 
About, Fawcett, H. H., 

Part I, January, p. 42. 

Part II, March, p. 39. 

Part III, May, p. 33. 

Part IV, July, p. 46. 

Part V, September, p. 45. 
Sanding Machine Dust Collection, Tips 
for, Hyler, John E., November, p. 49. 
Ventilation Design Pays for Itself, Good 
Industrial, Barrett, James C., February, 
p. 33. 
White Rooms for Project 


Mercury, 
Kline, G. R., November, p. 28. 


VENTILATION, INDUSTRIAL 
INDEX (including make-up air) 


Air Contaminants, Simple Way To Deter- 
mine, Brief, Richard S., April, p. 39. 
Air For Industry, Better, Sloan, R. V., 
Part II (precipitators, fabric collectors, 
bag houses), January, p. 37. (C) 
Part III (wet-dry collectors), Feb., p. 
30. (E, F, G, H, I, J, K, L, MD 
Part IV (centrifugals, dry type collec- 
tors), March, p. 34. (R) 
Part V (10 don’ts in selection and 
application of dust collectors), April, 
p. 50. 
Part VI (recirculation and make-up air 
problems), May, p. 32. 
Air Pollution, Instruments for, Swift, 
R. L., January, p. 27. 
Air Quality Control in the Secondary 
Smelting Industry, Blum, Donald J., 
December, p. 33. (E) 
Beryllium Dust, Practical Ways To Col- 
lect, Breslin, A. J. and Harris, W. B., 
Part I, July, p. 34. (Z) 
Part II, August, p. 30. 
Part III, September, p. 41. 
Part IV, October, p. 48. 
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Carbon Monoxide in Enclosed Areas, 
Detection Of, July, p. 25. (X) 
Emissions From Electric Steel Melting 
Furnaces, How To Control, Doerschuk, 
PoOGs 
Part I, September, p. 53. 
Part II, October, p. 42. 
Fans?, Are You Getting Your Money’s 
Worth Of Air From Your, Trickler, C., 
June, p. 30. 
Fan Laws Made Easy, Wood, C. O., 
August, p. 39. 
Fan Selection, Simplified Guide To, 
Wood, C. O., January, p. 39. 


Fume Short Circuiting, August, p. 21. 


Heat In Factories, 6 Ways To Recover, 
Becker, R. N., November, p. 38. (A-11) 
Industrial Ventilation in the Chemical 
Industry, Guide To, Andresen, William V., 
Part I (introduction), June, p. 34. (C) 
Part II (ventilation of drum fillers), 
July, p. 30. (C) 
Part III (reaction vessels, tanks, tubs, 
kettles), August, p. 34. 
Part IV (liquid filling operations), 
September, p. 38. (C) 
Part V (hood design, mechanical ex- 
haust ventilation for batch and con- 
tinuous filters), October, p. 37. 
Part VI (pressure filters), November, 
Dp. 33. 
Part VII (bins, hoppers, conveyors, 
flashers, blenders), December, p. 37. 
Ink Mist and How To Control It, 
Fedoroff, V. N., Feb., p. 21. (D) 
Make-Up Air Heating Units, How To 
Control, Burch, L., August, p. 24. 
Plastics Plant Saves $25,000 Annually 
With $8,500 Ventilation System, Bloom- 
field, B. D., March, p. 29. (Q) 
Respirators, What You Should Know 
About, Fawcett, H. H., 
Part I, January, p. 42. 
Part II, March, p. 39. 
Part III, May, p. 33. 
Part IV, July, p. 46. 
Part V, September, p. 45. 
Rubber Particle Pollution, Eliminate, 
November, p. 51. (A-13) 
Sanding Machine Dust Collection, Tips 
For, Hyler, J. E., Nov., p. 49. (K) 
Tar Deposit Prevention, Nov., p. 47. 
Ventilation Design Pays For Itself, Good 
Industrial, Barrett, James C., February, 
p. 33. (N,O,P) 
Ventilation, Welding Shop, October, p. 
65. (A-8) 


Wet Dust Collector Reduces Maintenance 
At Small Plant, Unit, June, p. 44. (R) 


(A-5) 


WHITE ROOM INDEX 


Air Conditioning Highlights, Rheem’s, 
November, p. 50. (A-10) 

Air Pollution, Instruments For, Swift, 
R. L., January, p. 27. 


Air Sanitation With Ultra-Violet Light, 
Hoffman, J. C. and Nagy, R., Ph. D., 
Part I, October, p. 30. (AV) 
Part II, November, p. 43. 
Part III, December, p. 46. 
(A-6, A-7, A-14, A-16, A-17) 


Contaminated Air, New Way To yj 
Lopez, Hugh R., Dec. p. 40 (A-16) 2 
Controlling Airborne Bacteria With Toe 
day’s Sanitation Methods, First, 
Part I, April, p. 29. ; 
Part II, May, p. 43. (V) : 
Design For White Rooms, Schiesser, R 
July, p. 42. (A-2) 7] 
Dusts, “Fingerprinting” Airborne, Hof. 
man, D. P., October, p. 51. 
Dust Monitor For White Rooms, August, 
p. 21. : 
Dust Particles Are Identified, Hoy 
Salzenstein, M. A., January, p. 31, 
Dust Particles In Super Clean Rooms 
Automatic Counting and Sorting, Lieber. 
man, A. and Stockham, J., December, 
p. 40. 
Lint-Free Garments For White Rooms, 
Benstock, G., December, p. 45. 
Super Clean White Room Design—Dug 
Off Clothing, September, p. 28. 
White Rooms For Project Mercury, 
Kline, G. R., Nov., p. 28. (A-9) 
“White Room” Particle Counter Can Spy 
On Enemy Troop Formations, Sept. p. 10. 
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Letters ... 


(Continued from page 13) 


Editor: 

Will you please advise if it will 
be possible for you to make avail- 
able Part #1 of ‘Methods for 
Trapping Beryllium Dust” which 
appeared in the July Issue of AR 
ENGINEERING. 

E. K. Spaulding 

Plant Facilities Engineer 
Hughes Aircraft Co. 
Tucson Div. 


Comment From South America 


Editor: 


We were fortunate in obtaining 
recently a copy of the November 
1959 issue of AIR ENGINEERING 
Magazine in which we found 4 
reference to your publishing com- 
pany. 

We are writing to request aly 
information you may have avail- 
able on hospital air conditioning. 
We are especially interested in ob 
taining information regarding cul- 
ture plates to discover the quantity 
of air-borne bacteria in Operating 
Room and Nurseries. ; 


If you are unable to supply this 
information perhaps you would be 
kind enough to recommend an ad- 
ditional source. 

Sister M. Anita, 8.C.M.M. 
Administrator ? 
Hospital Sagrada Familia, 
Venezuela 
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